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GOVERNOR 

TIMOTHY P. MURRAY 
UeUTENANT GOVERNOR 

JUDYANN BIGBY, MO 
SECRETARY 

JOHN AUERBACH 
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The Commonwealth of Massachusetts 


Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 


10/18/2011 


Kathleen Celio 

Assistant District Attorney, Suffolk County 
Dear ADA Celio, 

Enclose d is the information you requested in regards to Coimnomvealth vs. 
m^^lncluded are copies of the following: 

1 . CiUTiculum Vitae for Annie Dookhan and Peter Piro. 

2. Dmg Analysis Laboratory Receipt. 

3. Control Cards with analytical results for samples 

4. Analysis sheets with custodial chemist’s hand notations and test results. 

5. GC/Mass Spectral analytical data for samples # 

Annie Dooklian was the custodial chemist and performed the preliminary testing and net weight for 
tliis sample. Peter Piro was the confirmatory chemist and analyzed the GC/MS data for tins 
sample. 

If you have any questions about these materials, please call me at the number below. 




Annie Dooklian 
Chemist 

Drug Analysis Lab 
.Tamaica Plain, MA. 02130 
rrti71 Qg3-6622 
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Curriculiiui Vitae 


Amiie Khaii (Dookliau) 

Educatiou: 

University of Massachusetts, Boston, Ma, Master of Science in Chemistry. 

University of Massachusetts, Boston, Ma, Bachelor of Science in Biochemistry. 

Experience: 

2003 - present 

Chemist I, II, Massachusetts Department of Public Health, Ding Analysis Laboratoiy 

*Conipleted six-week training course conducted by senior staff within the Department of Public 
Health, Drug Analysis Laboratory, 

*Appointed Assistant Ajialyst by Assistant Comnnssioner of Public Health, 2004. 

*Responsible for the identification of illicit drugs to detennine violations of harmful and narcotic 
dnig laws. 

*l'rained in the use of complex analytical instrumentation, microscopes and balances for the 
puipose of drug analysis. 

*Maintenance and repairs of all analytical insti-uments. 

'^'Responsible for the Quality Control of all analytical instruments, reagents and controls/standards. 
^Oversee the Quality Control/Quality Assurance progiam for the Drug Lab. 

^Writing, revising and reviewing Standard Operating Procedures (SOPs) and Protocols. 

*Notary Public. 

*Qualified as an expert witness in Massachusetts Courts and U.S. Dish ict Court 
2001 -2003 

OC Analyst I, II . UMMS-Massachusetts Biologic Laboratory, QC Material Control 

*Compieted proficiency haining conducted by a member of the staff within the MLB Quality 
Conti'ol and Quality Assurance Department. 

*Method Development for creating new techniques and enhancing vaccines for the QC Dept, and 
FDA. 

*Writing, revising and reviewing Standard Operating Procedures (SOPs). 

*Trained and supervised new chemists and interns for the department. 

^Routine QC testing of products for the FDA. 

^Trained in the use of complex analytical instrumentation, and balances for the puipose of QC 
analysis for product and validation projects. 

*Caiibration, preventive maintenance, QC and QA of analytical instrumentation. 

^Complete testing of chemicals for Vendor Validation Project for the FDA, 

^Compendial testing and inteipretation of the USP, ACS, FCC, AOAC, Merck Index, PDR, etc. 

Additiounl Training: 

Dept, of Justice - Forensics Professionals, (numerous trainings) 

GLP/GMP training with Massachusetts Biologic Laboratoiy. 

QC/QA training according to FDA Codes and Regulations. 

GC and GC/MS trainings with Agilent Teclmologies and Restek. 

HPLC and LC/MS/MS trainings with Waters Cooperation. 

FTIR training with Spectros. 
roc training with MBL and Sievers. 

A.ssociatioii: 
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Curriculum Vitae 


Peter Piro 
EDUCATION 

Boston Unversity 

B-A. in Chemistry and Minor in Biology, 1989 
HONORS 

Magna Cum Laude, 3.6 GPA 
Graduated with Distinction in Chemistry 
Valedictorian of the Chemistry Department 

EXPEEJENCE 

Department of Public Healtii/State Laboratory Institute 

Chemist III, II, 1/Assistant Analyst December 1991-Prc‘sent 

Supervise the operation and maintenance of the Gas Chromatography/Mass 
Spectrometry Laboratory. Analyze controlled substances for State and Federal law 
enforcement agencies. Qualified as an expert witness in Massachusetts courts and 
U,S. District Court 

Massachusetts Pleaftli Research Institute 

i Laboratory Technician September 1990-December 1991 

Researched the seasonal and special occurrences of DSP and PSP in shellfish 
samples harvested from coastal waters and Georges Bank, 

TRAINING AND ORGANIZATIONS 

* Completed a six-week training course by senior staff within the Department of Public 
Health Dnig Analysis laboratory. 

* Appointed Assistant Analyst by the Assistant Commissioner of Public Health in , 
Febniary 1991. 

I * Elected as a Regular Member to the Northeastern Association of Forensic Chemists on 
October 27'*’1995. 

* Completed training in Mass Spectrometry given by the Food and Dmg 
Administration/Forensic Chemistry Center on November 2002. 

* Completed training in Mass Spectrometry Troubleshooting and Maintenance, October 
25'*' 2002, at Agilent Technologies. , 

* Notary Public since 1993. 




DRUG RECEIPT 




















No. 


Date Analyzed: 






City: Boston D.C.U. Police Dept. 
Officer; P.O. Diana Lopez 
Def; _ 

Amount: 200.0 
No. Cent: 1 Cont; pb 

Date Rec'd: 07/13/2010 
Gross Wt.: 94.08 


SubsLTAB 

No, Analyzed: 

Net Weight: <^0 4 
# Tests: \0 




Prelim: C>y-^Cod^Onx2 Findings;(^'j(p?^:<^^ 


C:bM«? 


No. 



Date Analyzed: 


City: Boston D.C.U. Police Dept. 




Officer: P.O. Diana Lopez 



Amount: 40.0 

No. Cont: 1 Cont: pb 

Date Rec'd: 07/13/2010 
Gross Wt.; 21.82 


Subsf.TAB 

No. Analyzed; 

Net Weight: ' 

# Tests: 


Prelim: Ot^'^odoOj? Findings: 


Date Analyzed: 


City: Boston D.C.U. Police Dept. 
Officer: P.O. Diana Lopez 



Amount: 15.0 SubsLTAB 

No. Cont: 1 Cont: pb 

Date Reed. 07/13/2010 No. Analyzed: 

Gross Wt.: 12.17 Net Weight: ^-4 

# Tests: X . 
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PHYSICAL DESCRIPTION: 


'^' 7.60 


V 



Gross Wt ( ):_ 

Gross Wt ( ):^_ 

Pkg. Wt;_ 

Net Wt: ^ O ■ U 


\0 c<j\cj 




PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's__ 

Mecke's 


Mlcrocrvstalifne Tests 

Gold 

Chloride 

TLTA ( ) __ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULTS rr-^clQ ug 


DATE \ (7 - V Q 


GC/MS CONFIRMATORY TEST 

RESULTS nX-A trjr^oo _ 

MS 

OPERATOR ?'S^ _ 
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Drug Information 


DRUG NAME; OXYCODONE AMD ACETAMINOPHEN 

INGREDIENTS: OXYCODONE HYDROCHLORIDE - 5 MG 
ACETAMINOPHEN 325 MG 


Color: white 

Shape: Circle 

Imprint: VJatson 749 

Form: Oral Tablet 

Available-Container-Size; Bottle of 
500 . Bottle of 100 

AAPCC Code: 072702 - 
Acetaminophen with Oxycodone 


NDC: 0591-0749-05 
0591-0749-01 

Excipients; Silicon Dioxide, 

Colloidal; Crospovidone ; Magnesium 
Stearate; microcrystalline 
cellulose ; Povidone ; pregelatinized 
starch; Stearic Acid 

Regulatory Status; Schedule II 

Availability: United States 

Product ID 5680180 

Contact: Watson Laboratories 


Copyright© 1974-2011 Thomson Reuters. All rights reserved. 




DRUG POWDER ANALYSIS FORM 


SAMPLE # 



No. of samples tested: 


AGENCY 


ANALYST 
Evidence Wt 





PHYSICAL DESCRIPTION: 

COV-TjcV 



Gross Wt { ):_ 

Gross Wt ( ):_ 

Pkg.Wti_ 

NetWt: \%- 2 . 


OC\£\Vm^ 




PRELfMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( } 

Marquis_ 

Froehde's_ 

Mecke's 


MicrocrvstalHne Tests 
Gold 

Chloride_ 

TLTA( )_ 

OTHER TESTS 

Ps-\ 


PRELIMINARY TEST RESULTS 

RESULTS Ok^c.('%rLcr'<0 
DATE (D 


GCyMS CONFIRMATORY TEST 
RESULTS fnX-^oclo^ 
MS 

OPERATOR _ 





o 


Sample #: 
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Drug Information 


DRUG NAME: OXYCODONE AND ACETAMINOPHEN 

INGREDIENTS: OXYCODONE HYDROCHLORIDE - 5 MG 
ACETAMINOPHEN - 325 MG 


Color: white 
Shape: Circle 
Imprint; Watson 749 
Form; Oral Tablet 

Available-Container-Size; Bottle of 

500 , Bottle of 100 

AAPCC Code; 072702 - 
Acetaminophen with Oxycodone 


NDC; 0591-0749-05 
0591-0749-01 

Excipients; Silicon Dioxide, 

Colloidal; Crospovidone ; Magnesium 
Stearate; microcrystalline 
cellulose ; Povidone ; pregelatinized 
starch; Stearic Acid 

Regulatory Status: Schedule II 

Availability: United States 

Product ID 5680180 

Contact: Watson Laboratories 


Copyright © 1974-2011 Thomson Reuters. All rights reserved. 


Page 1 of 1 
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DRUG POWDER ANALYSIS FORM 


SAMPLE U 
No. of samples tested: 


AGENCY 


ANALYST 
Evidence Wt 




PHYSICAL DESCRIPTION: 











Gross Wt ( ):_ 

Gross Wt ( ):_ 

Pkg.Wt:_ 

Net Wt:___£^ 




PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


Mtcrocivstalllne Tests 
Gold 

Chloride_ 

TLTA { ) _ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 

RESULTS nx^cod-o V3 

date 


GC/MS CONFIRMATORY TEST 
RESULTS 




MS 

OPERATOR 
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Drug information 


DRUG NAME: ROXICET 

INGREDIENTS: OXYCODONE - 5 MG 
ACETAMINOPHEN - 326 MG 


Color: white 
Imprint: 54 543 
Form: Tablet 

Available-Container-Size: Bottle of 
100 , Bottle of 500 , Strip of 100 

AAPCCCode: 072702 - 
Acetaminophen with Oxycodone 


NDC: 00054-4650 
00054-8650 

Regulatory Status: Schedule II 
Availability: United States 
Product ID 3587833 
Contact: Roxane Laboratories 


Copyright© 1974-2011 Thomson Reuters. All rights reserved. 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\System8\10_06_10\747505.D 

Operator : ASD 

Date Acquired : 6 Oct 2010 9:44 

Sample Name : BLANK 

Submitted by 

Vial Number : 1 

AcquisitionMeth; DRUGS.M 

Integrator : RTE 


Abundance TIC; 747506,DWata.ms 



Time*-> _ 2,00. _2.50 3,00 3,50 4,00 __4,60 6,00_ 5,60 6.00_ 6.50 _7,00 7J0_a,00 8.60 . 9,00.9.60 


Ret. Time Area Area % Ratio % 


INTEGRATED PEAKS*** 


■y ^ 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 
AcquisitionMeth 
Integrator 


0:\System8\l0_06_10\747506.D 
ASD 

6 Oct 2010 9:S6 

OXYCODONE STD 


DRUGS.M 
RTE 


Abundance TIC: 747506.O\data*ms 



Ret. Time 

Area 

Area % 

Ratio % 

6.358 

884802 

100.00 

100.00 


Folk_OIG_PRR_041355 




Area Percent / Library Search Report 


Information from Data File: 

File Name : D: \System8\lO__06_10\747506 ,D 

Operator : ASD 

Date Acquired : 6 Oct 2010 9:56 

Sample Name : OXYCODONE STD 

Submitted by 

Vial Number : 6 

AcquisitionMeth: DRUGS.M 

Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2,L 

PK# RT Library/ID CAS# Qual 


1 6*36 C:\Database\NIST08.L 


Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 



Abundance #148098: Oxycodone 



m/Z:-> _ 40 60 80 _ tOO _120 140 160 180. 200 ._220 240 260 280.300 
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Area Percent / Library Search Report 


Information from Data File; 

File Name : D:\System8\l0_06_10\747508.D 

Operator : ASD 

Date Acquired : 6 Oct 2010 10:21 

Sample Name ; BLANK 

Submitted by : ASD 

Vial Number : 1 

AcquisitionMeth; DRUGS,M 

Integrator ; RTE 


Abundance TIC: 747608,D\dala.ms 


3000| 



2^50 3.00 3^50 4.00 4.50_ 5.00 5.50 6J0 6.50 7.00 7.50 8.00_ 8.50 9.00 9.50 


Ret. Time Area Area % Ratio % 

***N0 INTEGRATED PEAKS*** 
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Area Percent / Library Search Report 


Information from Data File^ 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


V:\Sy3temB\10_06_lQ\141S09,D 
ASD 

6 Oct 2010 10:33 



Abundance tfC: 747509,D\data.ms 



Ret. Time 


Area Area % Ratio % 


2.8V3 
3,717 
4.424 
6.352 


232942 

166955 

121630 

665884 


19.62 
14.06 
10.24 
56.08 


34.98 

25.07 

18.27 

100.00 
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Area Percent / Library Search Report 



Information from Data File: 

File Name : D:\System8\l0_O6__10\747509,D 

Operator : ASD 

Date Acquired : _6 Oct 2010 10:33 

Sample Name : 

Submitted by : ASD 

Vial Number : 9 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 2.87 C:\Database\NIST08.L 


Acetaminophen 

000103-90-2 

95 

Acetaminophen 

000X03-90-2 

94 

Acetaminophen 

000103-90-2 

94 


Abundance Average of 2,831 to 2.993 min.: 7~47609.b\data,ms (-) 

I h!>9 



Abundance #24380: Acetaminophen 

i 



_ _ 30 40 60 60 70 ^ 80 9^ 100 110 120 _ 130 140 150 
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Area Percent / Library Search Report 


Information from Data File: 

Pile Name : D:\System8\10__06_10\747509.D 

Operator : ASD 

Date Acquired : 6 Oct 2010 10:33 

Sample Name : 

Submitted by r ASD 

Vial Number : 9 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries; C:\Database\SLI.L Minimum Quality; 80 

C;\Database\NIST08,L Minimum Quality; 80 

C;\Database\PMW_TOX2,L 


PK# 

RT 

Library/ID 

CAS# 

Qual 

2 

3.72 

C:\Database\NIST08.L 





n-Hexadecanoic acid 

000057-10-3 

99 



n-Hexadecanoic acid 

000057-10-3 

98 



n-Hexadecanoic acid 

000057-10-3 

92 


Abundance Average of 1687 to 3.849 min.: 747509.D\data.ms (-) 

1 7)3 



Abundance #102726: n-Hexadecanolc acid 

I ^ f 



m/z->_ _ , 30 40, JO JO 70 80 90_10p 110 120 130 140 160 160 170 180 190 200 210 220 230 24J250 
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Area Percent / Library Search Report 


Information from Data File*. 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D;\Sy8tem8\10_06_10\747509.D 
ASD 

6 Oct 2010 10:33 



9 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 
C:\Database\PMW_TOX2.L 

PKtt RT Library/ID 


Minimum Quality: 80 
Minimum Quality: 80 


CAS# Qual 


3 4.42 C:\Database\NIST08.L 


Octadecanoic 

acid 

000057-11-4 

99 

Octadecanoic 

acid 

000057-11-4 

99 

Octadecanoic 

acid 

000057-11-4 

94 



Abundance #124560: Ocladecahofc acid 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\System8\10_06_10\747511,D 

Operator : ASD 

Date Acquired : 6 Oct 2010 10:58 

Sample Name : BLANK 

Submitted by : ASD 

Vial Number : 1 

AcquisitionMeth; DRUGS,M 

Integrator j RTE 


Abundance tlC: 74751 lD\dala.ms 


30004 



Ret* Time Area Area % Ratio % 

’*^**NO INTEGRATED PEAKS 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe th 
Integrator 


D: \System8\lO_06_10\747512 
ASD 

6 Oct 2010 11:11 


ASD 
12 

DRUGS.M 
RTE 


Abundance TiC: 7475i2.D\data.ms 



Ret. Time 


Area Area % Ratio % 


2.873 
3.717 
4.424 
6.352 


240522 

209469 

154959 

767123 


17,53 

15.27 

11.29 

55.91 


31.35 

27.31 

20.20 

100.00 
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Area Percent / Library Search Report 


Information from Data File; 

File Name : D:\System8\10_06_10\747512.D 

Operator ; ASD 

Date Acquired : _6 Oct 2010 11:11 

Sample Name ; 

Submitted by : ASD 
Vial Number : 12 

AcquisitionMe th: DRUGS .M 
Integrator ; RTS 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 
C:\Database\PMW TOX2.L 

Minimum Quality; 80 
Minimum Quality; 80 

PK# 

RT 

Library/ID 

CAS# Qual 

1 

2.87 

C:\Database\NIST08,L 
Acetaminophen 
Acetaminophen 
Acetaminophen 

000103-90-2 94 
000103-90-2 94 
000103-90-2 91 



. ..30_ _40__ 50 _ eo _ 70 _ .8Ql 90 _ 100 _110 J2() 130. 140 _ 160 


Abundance #24382: Acetaminophen 
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Area Percent / Library Search Report 


Information from Data File.' 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\System8\l0_06_10\747512.D 

ASD 

6 Oct 2010 11:11 


ASD 
12 

DRUGS,M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality; 80 

C:\Database\NIST08.L Minimum Quality; 80 

C:\Database\PMW_TOX2.L 


PK# RT Library/ID 

CAS# 

Qual 

2 3.72 C;\Database\NIST08.L 

n-Hexadecanoic acid 

000057-10-3 

9S 

n-Hexadecanoic acid 

000057-10-3 

99 

Pentadecanoic acid 

001002-84-2 

87 


Abundance Average of 3.681 to 3.819 min.; 747612.D\daia.ms (-) 



Abundance . #102726: n-Hexadecanoic acid 



Folk_OIG_PRR_041366 






Area Percent / Library Search Report 


Information from Data File: 


File Name 

D:\System8\lO 06 10\747512.D 


Operator 

ASD 


Date Acquired 

6 Oct 2010 11:11 


Sample Name 



Submitted by 

ASD 


Vial Number 

12 


AcquisitionMeth 

DRUGS,M 


Integrator 

RTE 


Search Libraries: C:\Database\Sl 4 I.L 

Minimum Quality: 80 


C:\Database\NIST08.L 

C:\Database\PMW_TOX2.L 

Minimum Quality; 80 

PK# RT 

Library/ID 

CAS# Qual 


3 4.42 C:\Database\NIST08.L 


Octadecanoic 

acid 

000057-11-4 

99 

Octadecanoic 

acid 

000057-11-4 

99 

Octadecanoic 

acid 

000057-11-4 

94 



Abundance #124560: Octadecanolc acid 
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Area Percent / Library Search Report 
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Area Percent / Library Search Report 


Information from Data Pile: 

File Name : D:\System8\10__06__10\747514.D 

Operator : ASD 

Date Acquired : 6 Oct 2010 11:35 

Sample Name : BLANK 

Submitted by : ASD 

Vial Number : 1 

AcquisitionMeth: DRUGS.M 

Integrator : RTE 


Abundance tiC: 747514.D\data,ms 



Ret. Time Area Area % Ratio % 

INTEGRATED PEAKS*** 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\System8\lO_06_10\747515.D 

ASD 

6 Oct 2010 11:48 


ASD 

15 

DRUGS.M 
RTE 


Abundance 


TiC: 74751 5.D\data7ms 



Ret. Time 


Area Area % Ratio % 


2.873 

3.717 

4.424 

6.352 


218918 

196337 

137176 

699166 


17.49 

15.69 

10.96 

55.86 


31.31 

28.08 

19,62 

100.00 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 

D:\System8\10 06 10\747515.D 


Operator 

ASD 


Date Acquired 

6 Oct 2010 lli48 


Sample Name 

mmimiiiiii 


Submitted by 

ASD 


Vial Number 

15 


AcquisitionMeth 

DRUGS.M 


Integrator 

RTF 


Search Libraries: C;\Database\SLI,L 

Minimum Quality: 80 


C:\Database\NIST08.L 

C:\Database\PMW_TOX2.L 

Minimum Quality: 80 

PK# RT 

Library/ID 

CAStt Qual 


1 2.87 C:\Database\NIST08.L 


Acetaminophen 

000103-90-2 

94 

Acetaminophen 

000103-90-2 

94 

Ac e t aminophen 

000103-90-2 

91 
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Area Percent / Library Search Report 


Information from Data File: 

Pile Name : D:\System8\10_06_10\747515.D 

Operator : ASD 

Date Acquired : _6^Oct 2010 11:48 

Sample Name : IHBHHHi 

Submitted by : ASD 

Vial Number : 15 

AcquisitionMeth: DRUGS.M 

Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PKft 

RT 

Library/ID 

CAS# 

Qual 

2 

3.72 

C:\Database\NIST08.L 





n-Hexadecanoic acid 

000057-10-3 

99 



n~Hexadecanoic acid 

000057-10-3 

99 



n-Hexadecanoic acid 

000057-10-3 

95 


Abundance Average of 3.687 to 3.849 min.: 747615,D\data,ms (-) 



Abundance #102726: n-Hexadecanolc acid 


^ 7fi 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe th 
Integrator 


D:\System8\10_06_10\747515.D 

ASD 

6 Oct 2010 11:48 


ASD 
15 

DRUGS,M 
RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 
C:\Database\PMW_TOX2.L 

PK|{ RT Library/ID 


Minimum Quality; 80 
Minimum Quality: 80 


CAS# Qual 


3 4.42 C:\Database\NIST08.L 


Octadecanoic 

acid 

000057-11-4 

99 

Octadecanoic 

acid 

000057-11-4 

96 

Octadecanoic 

acid 

000057-11-4 

95 




Folk_OIG_PRR_041373 





Area Percent / Library Search Report 


Information from Data File: 

File Name : D;\System8\10_06_10\747515,D 

Operator : ASD 

Date Acquired : 6 Oct 2Q10 11:48 

Sample Name : 

Submitted by r ASD 

Vial Number : 15 

AcquisitionMeth: DRUGS M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PKtt RT Library/ID 

CAS# 

Qual 

4 6.35 C:\Database\NIST08,L 



Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 


Abundance Average of 6.310 to 6.608 min.: 747615.6\data.ms (-) 



Abundance #148098: Oxycodone 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : Di\System8\lO_06_10\747517,D 

Operator : ASD 

Date Acquired : 6 Oct 2010 12:12 

Sample Name : BLANK 

Submitted by : ASD 

Vial Number ; 1 

AcquisitionMeth: DRUGS.M 

Integrator ; RTE 



1000 

2,00 2,60 3.00 3.50 4,00 4.50 6,00 6.60 6.00 6,50 7.00 7,60_8.00 8,50 9,00 9,50 

Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


Folk_OIG_PRR_041375 





Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\System8\10_06__10\7475X8.D 

Operator ; ASD 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 18 

AcquisitionMeth; DRUGS 
Integrator r RTF 


6 Oct 2010 12:25 


Abundance TIC: 747618,D\data.ms 



Ret. Time 


Area Area % Ratio % 


2.873 

3.717 

4.424 

6.352 


225868 

241732 

175118 

782336 


15.85 
16,96 
12.29 
54.90 


28.87 

30.90 

22.38 

100.00 


Folk_OIG_PRR_041376 



Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\System8\10_06_10\747518,D 

Operator : ASD 

Date Acquired : 6 Oct 2010 12;25 

Sample Name t 

Submitted by : ASD 

Vial Number ; 18 

AcquisitionMeth: DRUGS * M 

Integrator : RTE 


Search Libraries; C;\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality; 80 

C t\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 2.87 C;\Database\NIST08.L 

Acetaminophen 000103-90-2 95 
Acetaminophen 000103-90-2 94 
Acetaminophen 000103-90-2 94 



Abundance #24380: Acetaminophen 



Folk_OIG_PRR_041377 








Area Percent / Library Search Report 


Information from Data File: 

File Name : D: \System8\l0___06_10\747518, D 

Operator : ASD 

Date Acquired : 6 Oct 2010 1 2;25 

Sample Name : 

Submitted by : ASD 

Vial Number : 18 

AcquisitionMeth: DRUGS .M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

Cr\Databa8e\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2,L 

PK# RT Library/ID CASft Qual 


2 3.72 C:\Database\NIST08,L 

n-Hexadecanoic acid 000057--10-3 99 
n-Hexadecanoic acid 000057-10-3 99 
Pentadecanoic acid 001002-84-2 90 


Abundance Average of 3.681 to 3,861 min,: 747618.D\data.ms (-) 

I P 



u- f T) ^ r t T i j T H > qrri i q r ri T|T i i txp n fj 1 1 rr f 1 1 r -q- r TTryi-^ rr y { fn ( ^ n -Tj-rr 

^ 30 40 50 60 70 80 90 100 110 120 130 140^150 160 170 180 190 200 210220 230 240 250 


Folk_OIG_PRR_041378 









Area Percent / Library Search Report 


Information from Data Filej 

File Name : D; \System8\10_06__10\747518 .D 

Operator : ASD 

Date Acquired j ^^0c^2010 12 ; 25 

Sample Name : 

Submitted by : ASD 

Vial Number : 18 

AcquisitionMeth: DRUGS.M 
Integrator t RTE 


Search 

Libraries: C:\Database\SLI.L 

C;\Database\NIST08.L 
C:\Database\PMW TOX2.L 

Minimum Quality: 80 
Minimum Quality: 80 

PK» 

RT 

Library/ID 

CAS# Qual 

3 

4.42 

C:\Database\NlST08.L 
Octadecanoic acid 

Octadecanoic acid 

Octadecanoic acid 

000057-11-4 99 
000057-11-4 99 
000057-11-4 94 


Abundance Average of 4,394 to 4,574 rhin.: 747518,b\data"his (-) 



Folk_OIG_PRR_041379 








Area Percent / Library Search Report 


Information from Data Filer 

Pile Name r D:\System8\10_06_10\747518.D 

Operator : ASD 

Date Acquired ; _6 Oct 2010 12:25 

Sample Name : 

Submitted by : ASD 

Vial Number : 18 

AcquisitionMethDRUGS, M 
Integrator ; RTE 


Search Libraries: C:\Database\SLI.L Minimum Qualityr 80 

C:\Database\NIST08,L Minimum Quality: 80 

C:\Database\PMW_T0X2,L 

PK# RT Library/ID CAS# Qual 


4 6.35 C:\Database\NIST08.L 


Oxycodone 

000076“42"6 

99 

Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 


Abundance Average of 6.310 to 6.608 min.: 7475t8.D\data.ms {-) 



Abundance #148098: Oxycodone 



Folk_OIG_PRR_041380 









Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\System8\10_06_10\747520.D 

Operator i ASD 

Date Acquired : 6 Oct 2010 12:50 

Sample Name : BLANK 

Submitted by ; ASD 

Vial Number : 1 

AcquisitionMeth: DRUGS.M 

Integrator : RTE 


Abundance TIC: 747620.D\data.ms 



Ret. Time Area Area % Ratio % 

INTEGRATED PEAKS*** 


Folk_OIG_PRR 041381 




Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\System8\10__06_10\747521.D 

ASD 

6 Oct 2010 13:03 


ASD 
21 

DRUGS.M 
RTE 


Abundance TIC: 747621.0\data.ms 



Ret, Time 


Area Area % Ratio % 


2.873 

3.717 

4.424 

6.352 


235775 

253134 

178762 

630224 


18.17 

19.50 

13.77 

48.56 


37.41 

40.17 

28.36 

100.00 


Folk_OIG_PRR_041382 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 


D: \System8\l0__06_10\747521 .D 
ASD 

6 Oct 2010 13:03 



21 


AcquisitionMeth: DRUGS,M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality; 80 

C;\Database\NIST08*L Minimum Quality; 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 2.87 C;\Database\NIST08.L 

Acetaminophen 000103-90-2 94 
Acetaminophen 000103-90-2 91 
Acetaminophen 000103-90-2 91 


Abundance Average of 2.843 lo 2.999 min.: 747821 .D\data.ms (-) 

169 

80 

60 


40 



Folk_OIG_PRR_041383 









Area Percent / Library Search Report 


Information from Data File: 

File Name : Dt\Syetem8\10_06_i0\747521.D 

Operator : ASD 

Date Acquired : 5 Oct 2010 13:03 

Sample Name : 

Submitted by r ASD 

Vial Number : 21 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality; 80 

C:\Database\NIST08.L Minimum Quality; 80 

G:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


2 3.72 C;\Database\NIST08.L 


n-Hexadecanoic 

acid 

000057-10-3 

99 

n-Hexadecanoic 

acid 

000057-10-3 

99 

n-Hexadecanoic 

acid 

000057-10-3 

92 


Abundance Average of 3.687 to 3.915 min,: 747621 .D\data.ms (-) 



Abundance #102726: n-Hexadecanolc acid 



Folk_OIG_PRR 041384 















Area Percent / Library Search Report 


Information from Data File: 

File Name : D;\System8\l0_06_10\747621,D 

Operator : ASD 

Date Acquired : 6 Oct 2010 13:03 

Sample Name : 

Submitted by ; ASD 

Vial Number : 21 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLl.L Minimum Quality: 80 

C:\Database\NIST08,L Minimum Quality: 80 

C: \Database\PMW__TOX2. L 

PK# RT Library/ID CAS# Qua! 


3 4.42 C:\Database\NIST08.L 


Octadecanoic 

acid 

000057-ll~4 

99 

Octadecanoic 

acid 

000057-11-4 

98 

Octadecanoic 

acid 

000057-11-4 

94 


Abundance Average of 4.394 to 4.680 min.: 747521 .b\data,ms (-) 



Folk_OIG_PRR_^041385 











Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\System8\10_06__10\747521.D 

Operator ; ASD 

Date Acquired : 13:03 

Sample Name : 

Submitted by : ASD 

Vial Number : 21 

AcquisitionMeth; DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


4 6.35 C:\Database\NISTOS.L 


Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 




Folk_OIG_PRR 041386 









Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\System8\10_06_10\747523.D 

Operator : ASD 

Date Acquired : 6 Oct 2010 13:27 

Sample Name : BLANK 

Submitted by : ASD 

Vial Number : 1 

AcquisitionMeth: DRUGS 

Integrator : RTE 


Abundance TIC: 747523.b\data.m$ 



Ret, Time Area Area % Ratio % 

INTEGRATED PEAKS*** 


Folk_OIG_PRR_041387 




Area Percent / Library Search Report 


Information from Data Filer 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\System8\l0_06_10\747524.D 

ASD 

6 Oct 2010 13:40 


ASD 

24 

DRUGS.M 
RTE 


Abundance TIC: 747524.b\data.ms 



Ret, Time 


Area Area % Ratio % 


2.873 
3,717 
4.424 
6.358 


541584 

328065 

242422 

1123397 


24.23 48.21 
14.68 29.20 
10.84 21.58 
50.25 100.00 


Folk_OIG_PRR_041388 







Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\System8\lO_06_10\747524.D 

Operator ; ASD 

Date Acquired : 6 Oct 2010 13:40 

Sample Name : 

Submitted by : ASD 
Vial Number : 24 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C; \Database\PMW__TOX2. L 


PK# RT 

Library/ID 

CAS# 

Qual 

1 2.87 

C: \Database\NIST08.L 




Acetaminophen 

000103-90-2 

95 


Acetaminophen 

000103-90-2 

94 


Acetaminophen 

000103-90-2 

94 

Abundance 

Average of 2,813 to 2.999 mfn. 

: 7^524.DWata.ms ^) ... 




Folk_OIG_PRR 041389 









Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\System8\10_06_10\747524.D 
ASD 

6 Oct 2010 13:40 


ASD 

24 

DRUGS,M 
RTE 


Search Libraries: C:\Database\SLl.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C: \Database\PMW__TOX2. L 


PK# 

RT 

Library/ID 

CAS# 

Qual 

2 

3.72 

C:\Database\NIST08.L 





n-Hexadecanoic acid 

000057-10-3 

99 



n-Hexadecanoic acid 

000057-10-3 

99 



Pentadecanoic acid 

001002-84-2 

90 



Abundanca #102726: n‘H6xadecanojc acid 



Folk_OIG_PRR_041390 







Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\System8\10_06_10\747524.D 

Operator : ASD 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 24 

AcquiaitionMeth: DRUGS.M 
Integrator : RTE 


Oct 2010 13:40 


ASD 


Search Libraries: Ci\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2,L 


PK# RT Library/ID 


CAS# Qual 


3 4.42 C:\Database\NIST08.L 


Octadecanoic 

acid 

000057-11-4 

99 

Octadecanoic 

acid 

000057-11-4 

99 

Octadecanoic 

acid 

000057-11-4 

95 


Abundance Average of 4.394 to 4.662 rhin.; 747624.0\data.ms (-*) 



Abundance #124560: Octadecanolc acid 



Folk_OIG_PRR_041391 





Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\System8\10_06_10\747524*D 

Operator : ASD 

Date Acmiired : - ^ 2010 13:40 


Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 

24 

DRUGS.M 

RTE 


Search Libraries: C:\Database\SLI,L 

Minimum Quality: 80 


C:\Database\NIST08.L 

Minimum Quality: 80 


C:\Database\PMW_T0X2.L 


PK# RT 

Library/ID 

CAS# Qual 


4 6.36 C:\Database\NIST08.L 


Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 



Folk_OIG_PRR_041392 






Area Percent / Library Search Report 


Information from Data File: 

Pile Name : D:\System8\10_06_10\747526 

Operator : ASD 

Date Acquired : 6 Oct 2010 14:05 

Sample Name : BLANK 

Submitted by : ASD 

Vial Number : 1 

AcquisitionMeth: DRUGS,M 

Integrator : RTE 


Abundan<ie ' TIC: 747626,b\<Jata.ms 



1000 


OVp-T-r-r-p-r 

time-> 2*00 2.50 


T J"|~T inrT" y t^ -T-i'j-'T'j'T T'jnrT'Tnrj-T^rxT-T'T'XTnry PT-x-ry-r p *rx-TYTnn:-T'y‘T-rT-r j"n r r- 

3.60 4.00 4.50 5.00 6,50 6.00 6.60 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time Area Area % Ratio % 

INTEGRATED PEAKS*** 



Folk_OIG_PRR_041393 




Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\System8\l0_06_10\747527,D 
ASD 

6 Oct 2010 14;17 


ASD 
27 

DRUGS.M 
RTE 



Ret. Time 


Area Area % Ratio % 


2,873 
3.717 
4.424 
6.358 


374984 

296935 

204731 

999301 


19,99 

15,83 

10.91 

53.27 


37.52 

29.71 

20.49 

100.00 


Folk_OIG_PRR_041394 






Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\System8\10_06_10\747527,D 

Operator : ASD 

Date Acquired : ^^0c^20l0 14 ; 17 

Sample Name : ||||||||[|||||||^^ 

Submitted by : ASD 
Vial Number : 27 

AcquisitionMeth: DRUGS,M 
Integrator i RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C;\Database\NIST08,L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


RT Library/ID 

CAS# 

Qual 

2.87 C:\Database\NIST08.L 



Acetaminophen 

000103-90-2 

94 

Acetaminophen 

000103-90-2 

94 

Acetaminophen 

000103-90-2 

94 


Abundance Average of 2.843 to 2.993 min.: 747527.D\data.m&'(•«) 

I 

80 


60 



Abundance #24380: Acetaminophen 

I 109 


80 










Area Percent / Library Search Report 


Information from Data Pile: 

File Name : D;\System8\10_06_10\747527.D 

Operator : ASD 

Date Acquired i ^6 Oct 2010 14:17 

Sample Name : 

Submitted by : ASD 

Vial Number t 27 
AcquisitionMeth; DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI,L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_T0X2.L 

PK# RT Library/ID CAS# Qual 


2 3.72 C:\Database\NIST08.L 


n ~ Hexadecanoic 

acid 

000057-10-3 

99 

n-Hexadecanoic 

acid 

000057-10-3 

99 

n-Hexadecanoic 

acid 

000057-10-3 

92 


Abundance Average of 3.681 lo 3.837 min.: 747527,D^ata.ms (-) 



Abundance #102726: n-Hexadecanoic add 





Folk_OIG_PRR_041396 






Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\System8\lO_06_10\747527.D 

Operator : ASD 

Date Acquired : ^^Qc t 2Q1Q 14:17 

Sample Name : 

Submitted by : ASD 
Vial Number : 27 

AcquisitionMeth; DRUGS,M 
Integrator : RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 
C:\Database\PMW T0X2.L 

Minimum Quality; 80 
Minimum Quality: 80 

PK# 

RT 

Library/ID 

CAS# Qual 

3 

4,42 

C;\Database\NIST08,L 
Octadecanoic acid 

Octadecanoic acid 

Octadecanoic acid 

000057-11-4 99 
000057-11-4 99 
000057-11-4 96 



Folk_OIG_PRR_041397 




Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\System8\10_06_10\747527.D 

Operator : ASD 

Date Acquired 6 Oct 2010 14:17 

Sample Name : 

Submitted by : ASD 

Vial Number : 27 

AcquisitionMeth: DRUGS,M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_T0X2.L 

PK# RT Library/ID CAS# Qual 


4 6*36 C:\Database\NIST08*L 


Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 



Abundance #148099: Oxycodone 



Folk_OIG_PRR 041398 










Area Percent / Library Search Report 


Information from Data File: 

File Name : D;\System8\10_06_10\747529.D 

Operator : ASD 

Date Acquired : 6 Oct 2010 14:42 

Sample Name : BLANK 

Submitted by t ASD 

Vial Number : 1 

AcquiaitionMeth: DRUGS * M 

Integrator : RTE 



Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


Folk_OIG_PRR_041399 






Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\System8\l0_06_10\747530.D 

Operator : ASD 

Date Acquired : 14:54 

Sample Name : 

Submitted by : ASD 

Vial Number : 30 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Abundance .. .. TIC; 747530.D\data,nis 

600000] 6452 



Ret. Time 

Area 

Area % 

Ratio % 

2.873 

323438 

17.32 

32.28 

3.717 

327179 

17.52 

32.65 

4.424 

214815 

11.50 

21.44 

6.352 

1002088 

53,66 

100.00 


Folk_OIG PRR 041400 








Area Percent / Library Search Report 


Information from Data Filet 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\System8\10_06_10\747530.D 
ASD 

6 Oct 2010 14:54 


ASD 

30 

DRUGS.M 
RTE 


Search Libraries: Ct\Database\SLI.L 

C:\Database\NIST08.L 
Ct\Database\PMW_TOX2.L 

PK# RT Library/ID 


Minimum Quality: 80 
Minimum Quality: 80 


CAS# Qual 


1 2,87 CtXDatabaseXNISTOS.L 


Acetaminophen 

000103-90-2 

95 

Acetaminophen 

000103-90-2 

94 

Ac e t aminophen 

000103-90-2 

94 



Folk_OIG_PRR_041401 









Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\System8\10_06_10\747S30,D 

Operator : ASD 

Date Acquired : ^^Oc^201^^X4 : 54 

Sample Name : 

Submitted by ; ASD 

Vial Number : 30 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search 

Librarie 

s: C:\Database\SLI.L 

C:\Database\NIST08.L 

C:\Database\PMW_TOX2.L 

Minimum Quality: 80 
Minimum Quality: 80 

PK# 

RT 

Library/ID 

CAS# Qual 

2 

3.72 

C:\Database\NIST08.L 
n-Hexadecanoic acid 
n-Kexadecanoic acid 
n-Hexadecanoic acid 

000057-10-3 99 
000057-10-3 99 
000057-10-3 92 


Abundance Average of 3.669 to 3.885 min.: 747530.D\ciata.ms {-) 



m/z-> _ 30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 21Q 220 230 240 250 


Abundance #102726: n-Hexadecanoic add 



Folk_OIG_PRR 041402 












Area Percent / Library Search Report 


Information from Data File: 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\System8\10_06_10\747530.D 
ASD 

}ct2010 14:54 


ASD 
30 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 
C:\Database\PMW_TOX2.L 

PK# RT Library/ID 


Minimum Quality: 80 
Minimum Quality: 80 


CAS# Qual 


3 4.42 C:\Database\NIST08.L 


OctadecAnoic 

acid 

OOOOS7-11-4 

99 

Octadecanoic 

acid 

000057-11-4 

99 

Octadecanoic 

acid 

000057-11-4 

96 



Abundance #124560: Octadecanoic acid 



Folk_OIG_PRR_041403 







Area Percent / Library Search Report 


Information from Data File; 

File Name : D:\Systema\10_06_10\747530.D 

Operator : ASD 

Date Acquired : Qct 2010 14:S4 

Sample Name ; 

Submitted by ; ASD 

Vial Number ; 30 

AcquisitionMeth; DRUGS,M 
Integrator ; RTE 


Minimum Quality: 80 
Minimum Quality; 80 


CAS# Qual 


Search Libraries: G:\Database\SLI,L 

C:\Database\NIST08.L 
C;\Database\PMW_TOX2.L 

PK# RT Library/ID 



Folk_OIG_PRR_041404 




Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\System8\10_06_10\747532*D 

Operator : ASD 

Date Acquired : 6 Oct 2010 15:19 

Sample Name : BLANK 

Submitted by : ASD 

Vial Number : 2 

AcquisitionMeth: DRUGS.M 

Integrator : RTE 


Abundance TIC: 747532D\dala.nis 



Time--> 2.00 Z50 3,00 3.50 4,00 4.50 6.00 5,50 6,00 6,60 7.00 7.50 8,00 8.50 9.00_ 9,50 

Ret. Time Area Area t Ratio % 

INTEGRATED PEAKS* 


Folk_OIG_PRR_041405 




Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D: \System8\10_06__10\747533 .D 
ASD 

6 Oct 2010 15:31 


ASD 

33 

DRUGS.M 
RTE 


Abundance TfC: 747633.b\d3ta,ms 



Ret, Time 


Area Area % Ratio % 


2,873 
3.717 
4.424 
6.352 


320438 

245449 

163495 

767977 


21.40 

16.39 

10.92 

51.29 


41.72 

31.96 

21.29 

100,00 


Folk_OIG_PRR_041406 









Area Percent / Library Search Report 


Information from 

Data File: 



Pile Name : 

D:\System8\10 06 10\747533.D 



Operator : 

ASD 



Date Acquired 

6 Oct 2010 15:31 



Sample Name : 




Submitted by : 

ASD 



Vial Number : 

33 



AcquisitionMeth: 

DRUGS.M 



Integrator : 

RTE 



Search Libraries: 

i C:\Database\SLI.L 

Minimum 

Quality: 80 


C:\Database\NIST08.L 

Minimum 

Quality: 80 


C:\Database\PMW TOX2.L 



PK# RT liibrary/lD 

CASij 

Qual 


1 2.87 Cr\Database\NIST08.L 

Acetaminophen 000103-90-2 94 
Acetaminophen 000103-90-2 94 
Acetaminophen 000103-90-2 94 




Folk_OIG_PRR 041407 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\System8\10__06_10\747533 

ASD 

Oct 2010 15:31 

ASD 
33 

DRUGS.M 
RTE 




Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_T0X2 * L 


PK# RT Library/ID 


CAS# Qual 


2 

3.72 

C:\Database\NIST08.L 





n-Hexadecanoic acid 

000057-10-3 

99 



n-Hexadecanoic acid 

000057-10-3 

96 



Pentadecanoic acid 

001002-84-2 

90 




Folk_OIG_PRR_041408 






Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\System8\lO_06_10\747533.D 

Operator : ASD 

Date Acquired : 6 Oct 2010 15:31 

Sample Name : 

Submitted by : ASD 
Vial Number : 33 

AcquisitionMeth: DRUGS,M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PKff RT Li bra ry / ID CAS }| Qua 1 


3 4.42 C:\Database\NIST08.L 

Octadecanoic acid 000057“ll-4 98 
Octadecanoic acid 000057-11-4 98 
Octadecanoic acid 000057-11-4 93 


Abundance Average of 4.394 to 4.586 min.: 747533.D\data,ms (-) 



Folk_OIG PRR 041409 













Area Percent / Library Search Report 


Information from Data File; 

Pile Name ; D:\System8\l0_06_10\747533.D 

Operator : ASD 

Date Acquired : 6 Oct 2010 15;31 

Sample Name ; ||[|||||[||[|||||H 

Submitted by .* ASD 

Vial Number ; 33 

AcquisitionMeth: DRUGS.M 
Integrator ; RTE 


Search Libraries: C;\Database\SLI,L Minimum Quality; 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


4 6.35 C:\Database\NIST08.L 


Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 




Folk_OIG_PRR_041410 










Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\System8\lO_06_10\747535.D 

Operator : ASD 

Date Acquired ; 6 Oct 2010 15:56 

Sample Name : BLANK 

Submitted by : ASD 

Vial Number : 2 

AcquisitionMethr DRUGS »M 

Integrator : RTE 


Abundance TIC: 747535.D\data,ms 



Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


Folk_OIG_PRR 041411 




Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D: \Sy5tem8\10___06_10\747536 
ASD 

6 Oct 2010 16:09 


ASD 
36 

DRUGS.M 
RTE 


.D 


Abundance TIC: 747536.D\data.ms 



Ret. Time 


Area Area % Ratio % 


2,873 
3,717 
4.424 
6.352 


231140 

222915 

156295 

702509 


17.61 

16.98 

11.90 

53.51 


32.90 

31.73 

22.25 

100.00 


Folk_OIG__PRR_041412 




Area Percent / Library Search Report 


Information from Data Pile: 

File Name : D:\System8\10_06_10\747536.D 

Operator : ASD 

Date Acquired : 6 Oct 2010 16:09 

Sample Name : 

Submitted by : ASD 
Vial Number : 36 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_T0X2.L 

PK# RT Liforary/ID CAS# Qual 


1 2.87 C:\Database\NIST08.L 


Acetaminophen 

000103-90-2 

94 

Acetaminophen 

000103-90-2 

94 

Acetaminophen 

000103-90-2 

94 


Abundance Average of 2.831 to 2.999 min.: 747536.b\data.ms (-) 

I 199 



m/z-> 10 M 30 40 .._50 60 _ 70 80 90 100 110 _ 120 _ 13i0_ 140 150 


Folk_OIG_PRR 041413 








Area Percent / I^ibrary Search Report 


Information from Data File: 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 


D: \System8\10_06__10\747536 ,D 
ASD 

6 Oct 2010 16:09 



36 


AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI,L Minimum Quality; 80 

C;\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2 * L 

pm RT Library/ID CAS# Qua! 


2 

3.72 

C;\Database\NIST0S,L 





n-Hexadecanoic acid 

000057-10-3 

99 



n-HexadecanoiG acid 

000057-10-3 

98 



Pentadecanoic acid 

001002-84-2 

90 




Folk_OIG_PRR 041414 







Area Percent / Library Search Report 


Information from Data File: 


File Name 

D:\System8\lO 06 10\747536.D 


Operator 

ASD 


Date Acquired 

6 Oct 2010 16:09 


Sample Name 



Submitted by 

ASD 


Vial Number 

36 


AcguisitionMeth 

DRUGS.M 


Integrator 

RTE 


Search Libraries: C:\Database\SLI.L 

Minimum Quality: 80 


C!\Database\NIST08.L 
C:\Database\PMW_T0X2.L 

Minimum Quality; 80 

PKtt RT 

Library/ID 

CAS# Qual 


3 4.42 C:\Database\NIST08.L 


Octadecanoic 

acid 

000057-11-4 

96 

Octadecanoic 

acid 

000057-11-4 

95 

Octadecanoic 

acid 

000057-11-4 

93 




Folk_OIG_PRR 041415 











Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\System8\l0__06_10\747536.D 

Operator : ASD 

Date Acquired : 6 Oct 2010 16:09 

Sample Name ; 

Submitted by : ASD 
Vial Number : 36 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search 

Librarie 

s: CI\Database\SLI.L 

Ci\Database\NIST08.L 

Ci\Database\PMW_TOX2.L 

Minimum Quality 
Minimum Quality 

: 80 
: 80 

PK# 

RT 

Library/ID 

CAS# 

Qual 

4 

6.35 

C:\Database\NIST08.L 

Oxycodone 

Oxycodone 

Oxycodone 

000076-42-6 

000076-42-‘6 

000076-42-6 

99 

99 

99 




0 


Folk OIG PRR 041416 











Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\System8\l0_06_10\747538,D 

Operator : ASD 

Date Acquired : 6 Oct 2010 16:34 

Sample Name : BLANK 

Submitted by : ASD 

Vial Number : 2 

AcquisitionMeth: DRUGS.M 

Integrator : RTE 


Abundance TIC; 747538.D\dala.ms 



O' t I I I I r I i 1 j I pT -T-T -| -j- r r-rr j ^ » ! i | i i i i | r ~T-T r -[ - ) i i j. j ^ i } t | j r r r ~Y'T~T "r - r i ( i [ n r i i | i i i-t j-T-T-T r -jr-T-^ 

Time-> 2,00_2,60 3.0p_ 3,50 4.00 _ 4,60 6.00 5,60 6.00 6,50 7,00 7,_50_. 8,00 8,60_ 9.00 9.^0. 


Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


Folk OIG PRR 041417 









Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired : 
Sample Name 
Submitted by ; 
Vial Number : 
AcquisitionMeth: 
Integrator j 


Data File: 

D : \System8\l0_06__10\747539 . D 
ASD 

6 Oct 2010 16:46 

OXYCODONE STD 
ASD 
6 

DRUGS. M 
RTE 



Ret. Time 

Area 

Area % 

Ratio % 

6,358 

1177695 

100.00 

100,00 


Folk OIG PRR 041418 






Area Percent / Library Search Report 


Information from Data File; 

Pile Name : D:\System8\lO_06_10\747539.D 

Operator : ASD 

Date Acquired ; 6 Oct 2010 16:46 

Sample Name : OXYCODONE STD 

Submitted by : ASD 

Vial Number : 6 

AcquisitionMeth: DRUGS.M 

Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2,L 

PK# RT Library/ID CAS# Qual 


1 6.36 C:\Database\NIST08.L 


Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 



Abundance #148098: Oxycodone 



40 _60 80 100 120 140 _160 180 200 22^p_ 240 .2_60 280 . JOO 



Folk OIG PRR 041419 










Area Percent / Library Search Report 


Information from Data File: 

File Name : Dr\System8\10_06_10\747541.D 

Operator ; ASD 

Date Acquired r 6 Oct 2010 17:11 

Sample Name : BLANK 

Submitted by : ASD 

Vial Number : 2 

AcquisitionMeth: DRUGS.M 

Integrator : RTE 


Abundance TIC: 747541.b\dala.ms 


3000 


2000 


1000 


UI I j I > j I 1 I r pr-T-T--i y-T- i r f i | t t i i j | i t i f | i f j t j < i > i p f n [ i i i i p r i < j i j i f | i i r ji | t ~T~T' i | i < j < p i 

Time-> 2.00 2,60 3.00 3.60 4.00 4.50 6.00 5.50 6.00 6.60 7.00 7.50 8.00 8.60 9.00 9.50 


Ret . Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 



Folk_OIG_PRR 041420 









Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\System8\l0_06_10\747542,D 

Operator ; ASD 

Date Acquired : 6 Oct 2Q10 1 7i24 

Sample Name : 

Submitted by : ASD 

Vial Number : 42 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Abundance " ~ TIC: 747542.b\data,ms 



_ ^ 4.00 4,50 5,00 6,50 6.00 _a 8,50 9,00 9^0 



Ret. Time 

Area 

Area % 

Ratio % 

2.873 

176019 

16.56 

31.83 

3.717 

197946 

18.62 

35,80 

4.424 

136007 

12.80 

24.60 

6.352 

S52975 

52.02 

100,00 


Folk_OIG_PRR 041421 







Area Percent / Library Search Report 


Information from Data Filer 

File Name : D r \SystemB\l0_06__10\747542 .D 

Operator : ASD 

Date Acquired : 6 Oct 2Q1Q 17:24 

Sample Name ; 

Submitted by : ASD 

Vial Number r 42 

AcquisitionMeth: DRUGS.M 
Integrator : RTF 


Search 

Libraries; C:\Database\SLI.L 

C;\Database\NIST08.L 
C:\Database\PMW TOX2,L 

Minimum Quality: 80 
Minimum Quality: 80 

PK# 

RT 

Library/ID 

CAS# Qual 

1 

2.87 

C:\Database\NIST08.L 
Acetaminophen 

Acetaminophen 

Acetaminophen 

000103-90-2 94 
000103-90-2 91 
000103-90-2 91 


Abundance Average of 2.837 to 2.999 min.: 747542,b\data.ms (-•) 



Abundance #24381: Acetaminophen 



.JO ?P JO 50 60 70 _80 10p_.. IIO^ 120 ±30 140 150 


Folk_OIG PRR 041422 









Area Percent / Library Search Report 


Information from Data Rile: 

File Name : D:\System8\l0_06_10\747542,D 

Operator : ASD 

Date Acquired ; 6 Oct 2010 17:24 

Sample Name : 

Submitted by : ASD 
Vial Number : 42 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


2 3.72 C:\Database\NIST08.L 


n-Hexadecanoic 

acid 

000057-10-3 

99 

n-Hexadecanoic 

acid 

000057-10-3 

93 

Pentadecanoic 

acid 

001002-84-2 

74 


Abundance Average of 3.675 to 1879 min.: 747542.D\data.ms (~j 




Folk_OIG_PRR 041423 







Area Percent / Library Search Report 


Information from Data File; 


File Name 

D;\System8\10 06 10\747542.D 

Operator 

ASD 

Date Acquired 

6 Oct 2010 17t24 

Sample Name 


Submitted by 

ASD 

Vial Number 

42 

AcquisitionMeth 

DRUGS,M 

Integrator 

RTE 


Search 

Libraries: C:\Database\SLI.L 

Minimum Quality; 80 



C:\Database\NIST08.L 

C:\Database\PMW_T0X2.L 

Minimum Quality: 80 

PKjJ 

RT 

Library/ID 

CAS# Qual 

3 

4.42 

C;\Database\NIST08.L 




Octadecanoic acid 

000057“ll-'4 96 



Octadecanoic acid 

000057-11-4 95 



Octadecanoic acid 

000057-11-4 94 


AbuncJance Average of 4.388 io 4.686 min.: 747542.D\data.ms (-) 



Folk_OIG PRR 041424 













Area Percent / Library Search Report 


Information from Data Filet 

File Name : D:\System8\l0__06__10\747542.D 

Operator : ASD 

Date Acquired : 6 Oct 2Q1Q 17;24 

Sample Name ; 

Submitted by ; ASD 
Vial Number : 42 

Acqiiisi t ionMe th: DRUGS . M 
Integrator ; RTB 


Search 

Libraries; C:\Database\SLI.L 

Minimum Quality: 80 



C:\Database\NIST08.L 

C:\Database\PMW_TOX2.L 

Minimum Quality: 80 

PK# 

RT 

Library/ID 

CASH Qual 

4 

6.35 

C:\Database\NIST08.L 




Oxycodone 

000076-42-6 99 



Oxycodone 

000076-42-6 99 



Oxycodone 

000076-42-6 99 


Abundance Average of 6.292 to 6.478 min.: 747542.D\data.ms {-) 



m^> 20 . _ 40 60 80 100 120 140 160 _ .180 ^ ^ 2^^^ 220 240 2^0 280 300 


Folk_OIG PRR 041425 













Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\System8\10_06_10\747544,D 

Operator : ASD 

Date Acquired : 6 Oct 2010 17:48 

Sample Name : BLANK 

Submitted by ; ASD 

Vial Number : 2 

AcquisitionMeth: DRUGS.M 

Integrator : RTF 


Abundance T!C: 747644.D\dala.ms 



1000 ] 


0 4-| j i 1 I I I 1 I r j I T < r-p i r -T "p - 1 r i f I t \ j i i i i | i > t t '] t i rr-^ t < < i j i t i i | i i rTj - r -T rT } x r r -T "| i t- i - t } i frT- 

Time-> . 2.00 2,50.3.00 3,60 4.00 4,60 _6.00 6.50 6,00 6.60 _,7.00 7,6p_ 8.00_ 8,50 9.00 9,50 


Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


Folk_OIG_PRR 041426 





Area Percent / Library Search Report 


Information from Data File; 

File Name : D:\System8\10_06_10\747545.D 

Operator : ASD 

Date Acquired : 6 Oct 2010 18:01 

Sample Name ; 

Submitted by ; ASD 
Vial Number : 45 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 




Folk_OIG_PRR 041427 








Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\System8\10_06_10\747545.D 

Operator : ASD 

Date Acquired : 6 pet 2010 18:01 

Sample Name : 

Submitted by : ASD 
Vial Number : 45 

AcquisitionMeth; DRUGS,M 
Integrator : RTE 


Search Libraries: C:\Database\SLI,L Minimum Quality: 80 

C:\Database\NIST08.Ij Minimum Quality: 80 

C:\Database\PMW_TOX2,L 

PKtf RT Library/ID 


1 2.87 C:\Database\NIST08.L 


Acetaminophen 

000103-90-2 

94 

Acetaminophen 

000103-90-2 

94 

Ac e t aminophen 

000103-90-2 

94 


CAS# Qual 



Folk_OIG_PRR 041428 












Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\System8\lO_06_10\74754S,D 

Operator ; ASD 

Date Acquired : 6 Oct 2010 18;Q1 

Sample Name : 

Submitted by : ASD 

Vial Number : 45 

AcquisitionMeth: DRUGS.M 
Integrator : RTF 


Search Libraries; C;\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08,L Minimum Quality: 80 

C;\Database\PMW_T0X2.L 

PK# RT Library/ID CAS# Qual 


2 3,72 C:\Database\NIST08.L 


n-Hexadecanoic 

acid 

000057-10-3 

99 

n"Hexadecanoic 

acid 

000057-10-3 

99 

n-Hexadecanoic 

acid 

000057-10-3 

92 




Folk_OIG_PRR 041429 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D: \System8\10__06_10\747545 .D 
ASD 

6 Oct 2010 18:01 


ASD 

45 

DRUGS,M 
RTF 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 

C:\Database\PMW_TOX2.L 

Minimum Quality 
Minimum Quality 

: 80 
: 80 

PK{{ 

RT Library/ID 

CAS# 

Qual 


3 

4.42 

C:\Database\NIST08,L 





Octadecanoic acid 

000057-11-4 

99 



Octadecanoic acid 

000057-11-4 

99 



Pentadecanoic acid 

001002-84-2 

90 



Abundance ~~ #124560; Octadecanoic add 



Folk OIG PRR 041430 








Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\System8\l0_06__10\747545.D 

Operator : ASD 

Date Acquired : 6 Oct 2Q1Q 18:01 

Sample Name ; 

Submitted by : ASD 
Vial Number : 45 

AcquisitionMeth: DRUGS,M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_T0X2.L 

PK# RT Library/ID CAS# Qual 


4 6,35 C:\Database\NIST08,L 


Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 




Folk_OIG PRR 041431 












Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\System8\l0_06_10\747547.D 

Operator ; ASD 

Date Acquired : 6 Oct 2010 18:26 

Sample Name : BLANK 

Submitted by ; ASD 

Vial Number : 2 

AcquisitionMeth: DRUGS.M 

Integrator : RTE 


n I I T T-I t j M I I I I t"i I j j t I I I I I r ~T I I r r-1 ^ i t r T " ^ ; i i " r | i i 

2.50 3.00 3.50 _ 4.00 4.60 J5.00__ 5.50 6.00 _6,50 


p rjr I < ryi T i > 7 < ; < f j < } 

7^60 8,00 8,50 9.00 9,50 


Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 



Folk_OIG_PRR 041432 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\System8\lO_06_10\747548,D 
ASD 

6 Oct 2010 18:38 


ASD 

48 

DRUGS.M 
RTE 


Abundance 


TIC:'747648.D\data.ms 



Ret. Time 

Area 

Area % 

Ratio % 

3.717 

133579 

22.46 

28.96 

6.352 

461182 

■ 77,54 

100.00 


Folk_OIG_PRR_041433 






Area Percent / Library Search Report 


Information from Data File; 

File Name : D; \System8\10__06_10\747548 .D 

Operator : ASD 

Date Acquired : ^^0ct2010 18:38 

Sample Name : 

Submitted by : ASD 

Vial Number : 48 

AcquisitionMeth: DRQGS.M 
Integrator : RTB 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 3.72 C; \i>atabase\NIST08,L 

n“Hexadecanoic acid 000057-10-3 99 
n-Hexadecanoic acid 000057-10-3 99 
n~Hexadecanoic acid 000057-10-3 93 


Abundance Average of 3.687 to 3.819 mjn.: 747648,D\data.ms (-) 



^9 4p__ 60 60 70 80 90 100 110 120 130 140 150 160 170 18Q 190 200 2 1 0 220 230 240 250 
Abundance #102726: n-Hexadecanoic acid 



Folk_OIG__PRR 041434 














Area Percent / Library Search Report 


Information from Data Filei 

File Name : Di\Sy3tem8\10_06_10\747548.D 

Operator : ASD 

Date Acquired ; ^60ct201^^ 18:38 

Sample Name : 

Submitted by : ASD 

Vial Number : 48 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries; C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CASH Qual 


2 6.35 C;\Database\NIST08.L 


Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 



Abundance #148098: Oxycodone 

3i6 




Folk_OIG_PRR 041435 












Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\System8\10_06_10\747550.D 

Operator : ASD 

Date Acquired : 6 Oct 2010 19:03 

Sample Name : BLANK 

Submitted by : ASD 

Vial Number : 2 

AcquisitionMeth: DRUGS.M 

Integrator : RTE 


Abundance TIC: 747550.D\data.ms 



1000 


Time’-> 


T-r [ I ^ fT ' j 1-T-T~T j 1 i r I [ L i t I I I t T T j j 1 < i I I rT" y i \ j i f 

2.50 3.00 3.60 4.00 4.60 5,00 5.50 6.00 6,60 


8.50 9.00 9,50 


Ret. Time Area Area % Ratio % 

***N0 INTEGRATED PEAKS*** 


Folk_OIG_PRR 041436 









Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\SYStem8\lO_06_10\747551.D 

Operator : ASD 

Date Acquired : 6 Oct 2010 19:15 

Sample Name : 

Submitted by : ASD 
Vial Number : 51 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 





Folk_OIG_PRR 041437 








Area Percent / Library Search Report 


Information from Data Filet 

File Name : Dt\System8\lO_06_10\747551*D 

Operator : ASD 

Date Acquired : 6 Oct 2010 19:15 

Sample Name 
Submitted by 
Vial Number : 51 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Minimum Quality: 80 
Minimum Quality: 80 


CAS# Qual 


Search Libraries; C;\Database\SLI.L 

C:\Database\NIST08,L 
C:\Database\PMW_TOX2,L 

PK# RT Library/ID 


ASD 


1 2.87 C:\Database\NIST08,L 


Acetaminophen 

000103-90-2 

94 

Ac e t aminophen 

000103-90-2 

94 

Ac e taminophen 

000103-90-2 

91 


Abundance Average of 2.837 to 3.005 min.: 747551 .D\data.ms {■') 

! 

80 i 



Folk_OIG_PRR 041438 










Area Percent / Library Search Report 



Folk_OIG_PRR 041439 













Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\Systema\l0_06__10\747551.D 

Operator : ASD 

Date Acquired : 6 Oct 2Q1Q 19:15 

Sample : 

Submitted by : ASD 

Vial Number : 51 

AcquisitionMeth; DRCJGS .M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality; 80 

C:\Database\PMW_TOX2,L 

PK# RT Library/ID CAS# Qua! 


3 4.42 C:\Database\NIST08.L 


Octadecanoic 

acid 

000057-11-4 

99 

Octadecanoic 

acid 

000057-11-4 

99 

Octadecanoic 

acid 

000057-11-4 

95 


Abundance Average of 4.394 to 4.544 min.: 747551 .DXdata.ms (-) 



Abundance #124560: Octadecanoic add 

4(3 60 7^ 

I L 



Folk OIG PRR 041440 












Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\System8\10_06_10\747S51.D 

Operator : ASD 

Date Acquired : 6 Oct 2010 19:15 

Sample Name : 

Submitted by : ASD 

Vial Number : 51 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# RT 

Library/ID 

CAS# 

Qual 

4 6.35 

C:\Database\NIST08,L 




Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42-6 

99 


Abundance Average of 6.286 to 6.472 min.: 747651 .D\data.rns fj 



Abundance #148098: Oxycodone 



Folk_OIG_PRR 041441 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator- 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe t h 
Integrator 


D:\System8\10 06 10\7475S3.D 
ASD 

6 Oct 2010 19:40 

BLANK 
ASD 
2 

DRUGS.M 
RTE 


Abundance TIC: 747653.D\data.ms 



Ql,. 


T" 




-p 




Time*-> 2.00 2*50 3.00 3.50 4.00 4.60 5.00 5.60 6.00 6.60 7.00 7.50 8.00 8.60 9.00 9,60 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS^** 


i 


Folk OIG PRR 041442 




Area Percent / Library Search Report 


Information from Data File: 

File Name : D ; \System8\l0__06_10\747S54 . D 

Operator: : ASD 

Date Acquired : ^60ct2010^19:52 

Sample Name : 

Submitted by : ASD 

Vial Number : 54 

AcquisitionMeth: DRUGS.M 
Int egra tor : RTE 


Abundance 

j 

400000 

300000 

200000I 

IOOOO 0 I 

Ot^rr-r i i 

Time-> 2.60 2 


Ret. Time Area Area % Ratio % 


2.873 
3.717 
4.424 
6.352 


Folk_OIG PRR 041443 


359237 

374855 

303752 

750398 


20.09 

20.96 
16,99 

41.96 


47.87 
49.95 
40.48 

100.00 












Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\System8\l0__06_10\747554.D 

Operator : ASD 

Date Acquired : 6 Oct 2010 19:52 

Sample Name ; 

Submitted by : ASD 

Vial Number : 54 

AcquisitionMeth; DRUGS * M 
Integrator ; RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NlST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2,L 

PK# RT Library/ID CAS# Qual 


1 2.87 C:\Database\NIST08.L 

Acetaminophen 000103-90-2 94 
Acetaminophen 000103-90-2 94 
Acetaminophen 000103-90-2 91 


Abundance Average of 2.837 io 3.101 min.: 747654.b\dala.ms (-} 

169 

80 



m/z-> 30 40 50 60 70 80 90. 100 110 120 .130 140_150 


Folk OIG PRR 041444 











Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\System8\lO_06_10\747554.D 

Operator ; ASD 

Date Acquired : 6 Qct 2010 19:52 

Sample Name : 

Submitted by : ASD 
Vial Number : 54 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


2 3.72 C:\Database\NIST08.L 

n^Hexadecanoic acid 000057‘“10-3 99 
n-Hexadecanoic acid 000057-10-3 99 
n-Hexadecanoic acid 000057-10-3 93 


Abundance Average of 3.687 to 3.843 min.: 747664.D\data,m$ f) 

! ^ 



Abundance #102726: n-Hexadecanofcacid 

i 60 73 
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Area Percent / Library Search Report 


Information from Data Filei 

File Name : D:\System8\l0__06_10\747554 .D 

Operator : ASD 

Date Acquired : 6 Oct 201Q 19:52 

Sample : 

Submitted by : ASD 

Vial Number ; 54 

AcquisitionMeth: DRUGS.M 
Integrator ; RTE 


Search Libraries: C:\Database\SLI,L Minimum Quality: 80 

C;\Database\NIST08,L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


3 4.42 C:\Database\NIST08.L 


Octadecanoic 

acid 

000057 - 11-4 

99 

Octadecanoic 

acid 

000057 - 11-4 

95 

Octadecanoic 

acid 

000057 - 11-4 

94 



Abundance #124656; Ociadecanoic acid 



Folk_OIG_PRR 041446 












Area Percent / Library Search Report 


Information from Data File: 

File Name : D:\System8\10_06_10\747554.D 

Operator : ASD 

Date Acquired : 6 Oct 2010 1 9:52 

Sample Name : 

Submitted by : ASD 
Vial Number ; 54 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08,L Minimum Quality: 80 

C:\Database\PMW_TOX2,L 

PK# RT Library/ID 


4 6,35 C:\Database\NIST08,L 


Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 


CAS# Qual 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : D ; \System8\10__06_10\747556 , D 

Operator : ASD 

Date Acquired : 6 Oct 2010 20:17 

Sample Name : BLANK 

Submitted by : 

Vial Number : 2 

AcquisitionMeth; DRUGS.M 
Integrator : RTE 



1000J 

oi( j I I T"r^ p-1 -\ • ) j j r-i i I 1 I < r - pT i r > | i i < i | < i ^ i ! • i t t t j \ r ' r ~ 7 - | i t t t-^ r t i t ^) "t > t r [ r- 

Time-> 2.00 2.50 3.00 3.50 4,00 4.60 5,00 5.60 6.00 6.60 7.00 7,60 8,00 8.60 


Ret. ‘i inie Area Area % Ratio % 


***NO INTEGRATED PEAKS* 




! 


[ 


Folk OIG PRR_041448 








Area Percent / Library Search Report 


Inforciation from 
Pile Name : 

Opera l. or r 

Date Acquired : 
Sample Name 
Submitted by r 
Vial Number ; 
AcquisitionMeth: 
Integrator : 


Data File: 

D: \System8\l0__06_10\747557.D 
ASD 

6 Oct 2010 20:29 

OXYCODONE STD 

6 

DRUGS , M 
RTE 




Abundance TIC: 747657.DXdata,ms 



Ret. Yime 

Area 

Area % 

Ratio % 

6.358 

1190706 

100.00 

100,00 


Folk OIG_PRR_041449 




Area Percent / Library Search Report 


Infor[nation from Data File; 


File Name 

D:\System8\lO 06 10\747557.D 


Operator 

ASD 


Date Acquired 

6 Ocfc 2010 20:29 


Sample Name 
Submitted by 

OXYCODONE STD 


Vial Number 

6 


AcquisitionMeth 

DRUGS,M 


Integrator 

RTE 


Searcli Libraries : C : \Database\SLI. L 

Minimum Quality: 80 


C :\Database\NIST08.L 

C ;\Database\PMW_T0X2.L 

Minimum Quality: 80 

PKtt RT 

Library/ID 

CAS# Qual 


1 6.36 C:\Database\NIST08.L 


Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 



Folk OIG_PRR_041450 















